From:  Atkins,  Blake 

Location:  j Nonresponsive  Conference  Code  I 

Importance:  '"Normal 

Subject:  Accepted:  Water  Quality  Division  Call  (Gold  King  Mine  Response):  Tonight  at  7 pm  Central 

Start  Date/Time:  Mon  8/10/2015  12:00:00  AM 

End  Date/Time:  Mon  8/1 0/2015  1 :00:00  AM 
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